ARMSTRONG NEWS AGENCY, WINSTON-SALEM 


The City Lake, one of High Point's beauty 
spots, furnishes the city with its water supply. 
Has a capacity of 15,000,000 gallons daily; 
and the daily average pumpage is 3,000,000 
gallons. 
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H-3—City Lake by Moonlight , High Point, N. C. 







